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BILL NO. S-77-11- 



■- ^sCzZZ 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a blanket purchase 
order for materials for the Water Main¬ 
tenance & Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 0 F 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated October 25, 1977, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works and Wayne Pipe & Supply, City Utilities 
Purchase Order No. 9358, for a blanket order for Copper Pipe 
Requirements for 1978, for a total estimated maximum cost of 
$9,976.00 to be charged against Water Maintenance & Service Depart' 
ment as the supplies are needed, which said purchase order is on 
file in the Office of the Department of Purchasing and is by ref¬ 
erence incorporated herein, made a part hereof and is hereby in 
all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



approved as to form 










• Read the iirst time in full and on motion by ■ 




seconded by 


Committee on 


and duly adopted, read the second time by title and referred to the 
/// (ancTOie OityHPj^aUdajn^ for 


recommendation) and Public Hearing to be held after due legal noticeTaTtKe^ouncil Chambers, 
City-County Building, Fort Wayne, Indiana, on ~ — ,—the - -day 


of - 




Read the third'time in full and on motion by _ 




CITY CLERK 


seconded by_ 

PASSED (&SST) by the following vote: 


and duly adopted, placed on its passage. 


TOTAL VOTES 

BURNS 

HINGA 

HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D . 

SCHMIDT, V. 

STIER 

TALARICO 

DATE: 


AYES 





NAYS 







ZZzA2iZ7 


ABSTAINED ABSENT TO-WIT: 



CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 


(Z-ONIXG-MAP) . (GENERAL) (ANNEXATION) (SPECIAL) (APPROPRIATION) ORDINANCE 


(RESOXUTI 



ATTEST: (SEAL) 


d ay of , 192^ 




'PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of . 192L7” at the hour of / / , &b jploc'k . M . ,E .S .T. 

CITY CLERK 

_day of yjt /v 


Approved and signed by me this _ 
at the hour of / '7) ' <9 CJ o 'clock 


, loll. 


-A 



m 



































































































Bill No, 


S-77-11-14 


ws, your Como.lt:tea cu _ 


REPORT 0? THE- C0A1MITTEE. ON CITY UTILITIES 
City Utilities _ • to whom was referred an Ordinance 


approving'-a blanket purchase order for materials fnp the Water Maintenance 

& Service.Department 


have bad said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance __ PASS. 

PAUL M. BURNS - CHAIRMAN __ ^_ ■ __ 


FREDRICK R. HUNTER - VICE CHAIRMAN 


































/ 
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Memorandum '^/yp 

j c H. P. Wehrenberg, Board of Works _ p at# October 25, 1977 

From Ru+h Winget, Purchasing Department____ 


Subiect B * d Re ^ er ence #450, Copper Pipe Requirements for 1978. 


COPIES TO: 

R. Walker 


Herewith are bid documents (Bid No 450) relating to Purchase Order 
No. B 9358 which is favoring Wayne Pipe & Supply for Copper Pipe for Water 
Maintenance and Service Department. 


3/4" 3/4" 1" 

60* CoiIs 100* CoiIs 60' Coils 


U" 2" 

20' Lghts . 20' Lghts. 


National Mill 
Wayne Pipe 
Central Supply 
Pipe & Supply 
Clow Corp. 


$ .706/ft. $ .706/ft. 

.6853/ft. .6853/ft. 

.794/ft. .794/ft. 

.6335/ft. .6335/ft. 

2.10/ft. 2.08/ft. 


$ .925/ft. 
.8975/ft 
1.039/ft. 

.8370/ft 

2.73/ft. 


$1.56/ft. 

1.5141/ft. 
1.751/ft. 

1.4160/ft. 
4.59/ft. 


$2.35/ft. 
2.2843/ft 
3.646/ft. 
2.1240/ft 
6.91/ft. 


TOTAL APPROXIMATE VALUE: $9,976.00 


The invitation to bid specified firm price offering for the period 
1/1/78 thru 12/31/78. Pipe andSupply Co., Inc. of JeffersonviIle, Indiana 
while offering the lowest initial overall price (by $735.30) didnot offer 
firm price as requested. Their offering was conditioned upon periodic 
re-negotiation. Acceptance of this offering would place the City in the 
possible position of being ultimately subject to higher prices than those 
offered in their bid. At this time the copper market is at a low level 
but, as is recognized, is subject to wide swings. The producer price at 
this time last year was $ .70/lb. currently it is $ .60/lb. Inquiries 
with industry by the Purchasing Dept, indicates the expectation of price 
increases by year end on the order of 8%. The prudent course of action 
therefore, is to accept the next best price (submitted by Wayne Pipe and 
Supply of Fort Wayne) which offered a firm price for the full term of the 
contract. 


Attached are the following documents in support of the recommendation 
for acceptance of Wayne Pipe & Supply bid: 


1. Copy of tab sheet. 

2. All vendors bids. 

3. Copy of Purchase Order. 

4. Copy of bid mailing lists. 


It is urged that in referring this bid to the City Council for enactment 
of an ordinance, that all of the attached items, together with this memorandum 
(or copies), be included with the proposed ordinance. 


Pi ease make sure that no confirming Purchase Order Number is given to 
Wayne Pipe & Supply until evidence of Council approval is furnished to the 
Purchasing Department. 


Approved l 




Rufm Winget 


A. C. Lord/ 

















St. 

Central Supply 

(Z^cL. 0,/C.J^z! 

' Midwest Utility 
Supply 

Pipe and Supply 

ci/U** ox. 

/)//} cutter Cu ^ u/ ^ 0 

LeRan Copper and Bras 

5 Clow Corporation 

— ' 

. 79'//-^, . 



7 Zr- &<^C- 

X, /~fe 

■ 794/^*; 


, 6336/jf*-. 


2. 


/. 


, 237t/fa 




/./4^7 


/ M/ 




3'6V6j*fer 

. 

j. 

2. 
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Wayne Pipe and 
Supply 
<&U.0r>tr. 


r. 






yvu-go 




,r/7S//r. 


Treaty Company 


l3<L^C 


Cooper C 


/, S/4/i 

















































.—©BITS’ E0OBT 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

r n 

Wayne Pipe & Supply 
1815 South Anthony Blvd. 

Fort Wayne, Indiana 46803 

L J 


£T-/j 2 - M %/ 

ORIGINAL B- 9358 / 

PURCHASE ORDER NO., - 

Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

date _ October 2 5, 197 X 


SHIP TO — 


Water Maintenance & Service Dept. 
415 East Wallace Street 
Fort Wayne, Indiana 46803 


Est. 

Qty. 

100 

50 

10 

500’ 

500* 


MAIL ALL 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


BLANKET ORDER FOR COPPER PIPE REQUIREMENTS FOR' 
1978 

3/4" 'K T Soft 60' Coils Fed. Spec. WW-T-799 
3/4" 'K* Soft 100* Coils Fed. Spec WW-T-799 
1" 'K' Soft 60’ Coils Fed. Spec. WW-T-799 , ,,’.' 
U" ' K’ Soft 20* lengths Fed Spec. WW-T-799 
2" 'K* Soft 20' lengths Fed Spec WW-T-799 


Per Bid Ref. #450 
2%- 10th & 25th Net 30 
-F.O.B. Delivered 
FIRM PRICE 
SUBJECT TO COUNCILMAN 1C APPROVAL 

Note: Requirements will be released on 
departmental Purchase Orders against this Send 
blanket order as required by the using 
department. 

Shov 

and 


RW/pl #4812 


! Invoice: 
th Floor, 

1 

-orL W 
P, O. N 
Invoice. 


ayn 


,.6853/ft 
.6853/ft 
".8975/ft 
J .5.141/fl , 
£.2843/fT, 


ATTENTION! 


to Gene 
City-Cou 
Main St 
, Indian; 
t'.limber on 


$ 4,111 
3,426 
538 
757 
. 1J42 


$ 9,976 


Accoi 
rfity Bidg. 


46802' 

packing 


iu iting 


Slip 


NOTE: TERA4S OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


X 


TO CONDITIONS 

































Data_ 


a/ ■ 


Please order the following Material for Delivery as Specified: 

To be delivered to___ ' / _ c l/--:? ■'- v - ^ ~ x 

On or before^ 


City Utilities 

PURCHASE REQUISITION' .V 

■ 


_Req. No. 




-. 3 . ^ 352 . 


QUANTITY 

DESCRIPTION 

Diy. 

DEPARTMENT 
ESTIMATED COST 


X- ' ^<2 dX~(~~ ^ ! j ■ J <?<<>/’ ~'A3uC2J 





/ x./ c/ y 

/ 9 7 ,f 




€<zyX, 

(QA-f- r 

-7 - /" 




^ J 
/<?-& 

3/y k' 60 'xx-ik? j JLj?ss 2 JaJ'T- 'pf? 

> 7>$X.57 

/dr V/J 

7Xc 


'/y'' JLXX/C-V \PzcX j7X J /X3'-' 

77 

£r£ 

YrrS 

jo 

/ " 7{'JrkX- & 0 JLj Jteys PrJ7jJ-T- <?# 9 

, ^pX/HaA, 6 }. 

W,X< 


/i "" ^Mr/3-20 / A-^j^y i/AvW 7= 79? 

/57V// 

z* 

'7, A- 

tTm' 

.2 7/ '/< 'JlrjA'P? f) / ,Jpzdry7sJ ZX^ T-799 

'> 

J. 2 fb 6 

'AUrlX 

i? t / 


Ars^' p¥=- <¥Xo 77 X< 


f ‘i^~ 

<??■', 

7 6 ,zz 


A 3 -xXA AXXXX TUX-^o 


- /r J-j 



^ A. 7$, 




REMARKS: 

~~yZo l Tsry\\3 A'P^oCyi j?X 











^ . 7 X : 3i 


- 




J' 


tj*- 


-W«t»r L 




































CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

iltleaa « tiv* »v>mm kt* M»raM & «d oa tl« foUovin* 11H °i 

* tm-riom, for tb. <Ui»urtBM»t u via Mw ta 

til Inalod. ail eWr»» far cUU-mit. ra . Aadiw tow* TO>fcf ** 


•VjlU »J 1 rv»ii« v 


A. C. Lord 425-7037 


DEPARTMENT OP PURCHASES 


Room ‘470, Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED' FOR DELIVERY TO: 

Water Maintenance & Service Dsot,. 


445 East Wailace Street 
Fort V>avns. Indiana 46805 


.1 


„ of 


Page. 

Ref. No._ 

Data Sept. 9, 1^77 


450 


Data wanted _ 


Appropriation No. 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOB YOUR FILE 
Closing 

Time of Bids— 


Friday, October 21, 1977 at 10:50 A.M. 


dnmtbr 

Cm* 

ItoMri-U, Bmaaiim. ZmIhmI m SmtIm* 

D at* 

Trim 

.j£2L 



COPPER PIPE - 1078 Requirements for 

January 1, 1978 thru December 31, 1978 

See attached Sheets 





The enclosed bidders sheet must be properly completed and 
returned as your bid, along with the enclosed Mon-Collusion 
Affidavit. I 





We require a guaranteed firm price for ati shipments made*to 
us during the period stated above. 



* 


The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 





The pipe will be shipped only upon issuance of Departmental 
Purchase Orders, in quantities as required. 





All materials shall conform with the City of Fort Wayne "Water 

Maintenance & Water Service Materials Standards" revised 

as of August .6, 1974 and any supplements or modifications theret 

>. 

- 


. Perform xne» Bond 


Bid Bond reqtdxed £2 □ -, ■ - 

9m LM**5»T«ioa It*» >f«» H oo m»m tO* htnoU 

Tor mg 2 % r rmH dbconnt if paid withiiui2——day3'from delivery a nd acceptance of goods or completion of services. 

PROPOSAL OR BID' 

la comoiUam with ti. biTteuto* lor Vd*'ta4 «oWm» to fcli cojuUUcm liunct, K>. MAwtravl MTMt. tt 1M» Wd S. ywK i v+ai» » rvMoMii. 

Km ffOT ■‘■•t o< I'-cla*. la fKnU* aay c* .iTo* ti* itvna or rrzuior tv*2> torriom vxm vMoi PJ1*M *j-t svoMd, U KaaJ«M vtti tS* ul U Km 

Delivery of any or all of the items or completion of services indicated 3hall be made within—days from receipt of order"? 

IMPORTANT gg - ' ---*---*—— 

r n 


L_ 


J 


WA^NE ^PXPE*T SUPPLYING. 

TT. V . pM r y 

^ R. C. Schmieman Ind. 

Div./Sales 

nn 1815 S. Anthony Blvd. 


Ft. Wayne, IN 46803 

. ** 10 - 19-77 
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COPPER WATER PIPE 
January 1, 1978 thru Decemher 31, 1978 


Est. 

Otv. 

SIZE 

DESCRIPTION 

PRICE PER FOOT 

100 

3/4" 

* K' 

Soft 60’ Coils Fed. Spec. WW-T-799 

$ 

.6853/FT 

50 

3/4!* 

1" 

»K» 

Soft 100’ Coils Fed Spec. WW-T-799 

$ 

.6853/FT 

10 

'K' 

Soft 60’ Coils Fed. Spec. WW-T-799 

$ 

.8975/FT 

500’ 

1£" 

* K' 

Soft 20’ Lengths Fed. Spec. WW-T-799 

$ 

1.5141/FT 

500’ 

2" 

’K’ 

Soft 20' Lengths Fed. Spec. WW-T-799 

$ 

2.2343/FT 






COMPANY: WAYNE PIPE 

& SUPPLY, 

, INC. 




SIGNATURE: C? 

R. C. Schmieman 

TERMS: 2% 10th &;25th Net 30 Days 



F.O.B.: Delivered 


DATE: 10-19-77 ___ 

FIRM PRICE FOR ORDER DURATION: From Januar y 1978 to December 31, 1978 






















X 

rO*M DPZB 3—64 


CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St,, Ft, Wayne, Ind, 46802 
INVITATION 

— 4 to tb, w n<U ?i<,4 Co tS« nwm btrtot, m ca tic foUovfsc Us* ci 

M9»Um. ■ • M Mntrn, far ts* u oath d«IlT^T to A~rUa*tio, 

* tixwm b»la*r. OooUtloM ihjJl laelpd, til thxjjg, far Jrihg^r. •puld at. «ta . AbdJ— your rtptjr »«• 


J!fl- A. C. Lord 423-7057 DEPARTMENT OF PURCHASES 

Room '470, ^Number One Main St,, Ft, Wayne, Ind, 46802 


REQUIRED FOR DELIVERY TO: 

Department 


Wate>r Maintenance & Service Deot. 


445 East Wallace Street 
Address-Ear.! , .May ns,...’ LMLgn,g.. : „. 4,63,05-.. 



RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
§£5fff Bi ds Friday, October 21. 1977 at 10:50 A.M. ____ 


TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1278 Requirements 'or 
January 1, 1978 thru December 31, 1978 

See attached Sheets 

The enclosed bidders sheet must be properly comp Ieted and 
returned as your bid, along with the enclosed Non-Col I iision 
Affidavit. ; 

V/e require a guaranteed firm price for all shipments made^to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Departmental 
Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort Wayne "Water 
Maintenance & Water Service Materials Standards" revjsed 
as of August 6, 1974 and any supplements or modifications theretb 


_ Perfonn*oe* Bond )$23 


B!4 Bond rsqairsd CX □ -1-;- 

&» huMmttoa lt*ta Hex H ca r mm *34* banoL 

7 Wn« 2 % cash discount if paid within_iE_days from delivery and acceptance of goods or completion of a 

PROPOSAL OR BID 


*»pU*a** W.i2i *bo*+ La rotation tar HiJ'i&dl to condition* crwUrtir=*d c£*ri *j> 1 irx*, fcf tb£» U4 V# wttMa » 

- - tzraUix nv oc •dk'cd ixai c* rend** n nlm epoa p item qwM La iwoerdjas** M tia* 

,fi;om ,stock 
wthir -— 


t^r?cuK» it«a. t^OIU SfcOGcC 

Delivery of any or all of the items or completion of services indicated shall be made within—days from receipt of ordar“?P 
IMPORTANT tS?" <*u***y <J**wja4f ia &» «f u «*», t» u 

X tar fureiU ti.» Inisra»,»Joa tbm. 

J— Sr* H*r« 

Tn<~ . 


L 


J 


„ /c£^s,.JL _ _ _ 

5501 Distribution Drive '!; 1 '’ 

Fort Wayne,Ind. 46825 10-19-77. 
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COPPER WATER PIPE 
January 1, 1978 thru December 31, 1978 


Est. 

Oty. 

SIZE 

DESCRIPTION 

PRICE 

PER FOOT 

100 

50 

10 

500’ 

500’ 

3/4" 

3/4!’ 

1" 

'K* Soft 6Q' Coils Fed. Spec. WW-T-799 

»K’ Soft 100* Coils Fed Spec. WW-T-799 

$ 

.706 

$ 

.706 

»K’ Soft 60' Coils Fed. Spec. WW-T-799 

$ 

.925 

H" 

' K’ Soft 20* Lengths Fed. Spec. WW-T-799 

’K’ Soft 20' Lengths Fed. Spec. WW-T-799 

$ 

1.56 

2" 

$ 

2.35 




COMPANY: 

National Mill Supply, Inc. 



SIGNATURE 

: } - 




TERMS: 

--- —0 7/ 7- 

7°L 10th. prox. 



F.O.B.: 

Delivered 




DATE: 

10-19-77 L 




firm prior FOR ORnFR ntiRATlON: January 1, 1978, thru December 31, 

1978. 























1 


QUOTATION 

^O.--- 


National Mil! Supply, Inc. 

5501 Distribution Drive 
Fort Wayne, Indiana 46825 


P.s*- 

10-19-77 


WHOUIAtS DISraiJWTOfcS 


Bid # 450 


TO_ 


City of Fort Wayne 


QUANTITY 

PRICKS SUSJCCT TO CHANGE WITHOUT NOTICK 

Nrr prick 


Substitute Bid A: 




If Purchased All At One Time For Immediate 

Shipment: 


100 

3/4" x 60' K Soft Copper Tubing 

Foot 

.63 

50 

3/4" x 100' K Soft Copper Tubing 

Foot 

.63 

10 

1" x.60' K Soft Copper Tubing 

Foot 

.825 

500’ ' 

1 1%" x 20' K Soft Copper Pipe 

Foot 

1.39 

500’ 

2" x 20' K Soft Copper Pipe 

Foot 

2.10 


Very truly yours, 

7? 


Robert J. Kleifgen, Jr. 

Plbg. & Htg. Dept. Ass't. Mgr 



Wl OO NOT A55UM* 3U5?OMM«Urr QUAM71T3M C« DJJOijmCtt Of MATSJIJAU 

















QUOTATION 

No_ 


National M\\\ Supply, 


WHOCUAU DlST*J*UTO*5 


Inc. 


-io-.iaj.7 


j^ k Bid # 450 


TO. 


City of Fort Wayne 

-pgp t. of Purchase, F t.- Wayne,.Ind-i ■ 46802 


Architect- 


QUANTITY 

PRICKS A'JSJECT TO CHANCI WITHOUT NOTICK 

NET PRICK 


Substitute Bid B: 




Quarterly. 

Subject To Escalation: 



100 

3/4" x 60’ 

K Soft Copper Tubing 

Foot 

.676 

50 

3/4" x 100' 

K Soft Copper Tubing 

Foot 

.676 

10 

1" x 60' 

K Soft Copper Tubing 

Foot 

.885 

500' 

' 1%" x 20' K 

Soft Copper Pipe 

Foot 

1.49 

500' 

2" x 20' K 

Soft Copper Pipe 

Foot 

2.25 


Very truly yours, 

Robert J. Kleifgen, Jr. 

Plbg. & Htg. Dept. Ass * t. Mgr. 


ib 





wa DC NOT A3JUM* 5iJ3i»OM8SJUTY K5* GUANTITIM ©* 0*5C3N>7!©* Of MAT&iXl} 

















CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

- ,-*-f—Ti t* t— rM’i— am. lb. mr« lunoi, m WwM tm ti* foCc-lfc* ll*A ei 
masUm. MdM* <xr mHm, fa* ti* d«»ra~a» »* rvMrga«d. d.ll-~rr fa 

. - . 1 — A_ p _.fc. 1 l .11 .Vfci-r*. tar dritm-r. 5 ~jdn*. r-JU kmll-M TOO* »* 

Pa?e^_ -- of. — £ — 

Ref. No. 450 

tw. Sept. 9. 1977 _ 

»y..t .ii T^tu. ^ a. C. Lord 423-7037 DEPARTMENT OF PURCHASES 

Data wanted --- - 

Room 470, Number One Main St., Ft. Wayne, fnd. 46802 


ESQUIRED FOR DELIVERY TO: 

Fund 

Water Maintenance & Serviqg DepjK - ---- 

Appropriation No. -- 


Address_ For+ Wavne ■ Indiana. 45503---— 

BBTOBN original to the city—retain duplicate copy for your file 

«•»■ Friday, October 21. 1977 at 10:30._AJ 


of T!; ^a rri aay, uciuuhi — Ls • ———-—--— 

mwmaiBns&mmmmam rssifs tfSKS ss ’ s ^ 

TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1278 Requirements for 
January 1, 1978 thru December 31, 1978 

See attached Sheets 

The enclosed bidders sheet must be properly completed and 
returned as your bid, along with the enclosed Non-Col 1 us ion 
Affidavit. ; 

We require a guaranteed firm price for ail shipments made'to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Departmental 
Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort Wayne "Water- 
Maintenance & Water Service Materials Standards" revised^ . 
as of August .6, 1974 and any supplements or modifications theret 


Bid Bond re^nirsd CJ □ ---— 

Ts^raa_% cash discount if paid Trit hin . 


_ performance Bond ^3 


jdays from delivery and acceptance of goods or completion of aerricea. 


PROPOSAL OR BID 

Li »*»**<< the cadorc &£*rt a>l a. 

toefe epea wfel " 

Ddi 7 »’ 7 oi‘^y orall of the items or completion of services indicated shall be made wi th in-... d a ys from receipt 
IMPORTANT 


r 


faraUh tb.» U 

n 


Clow Corporation 


J 


St 


Sale a Re^T 


51591 U. S. 31 North 


. S. QHliL BS VA ,,,, Iftfl t. 


■ lOr-20-77 














































COPPER WATER' PIPE 


January 1, 1978 thru Decemher 31, 1978 


Est. 

Otv. 

SIZE 

DESCRIPTION 

PRICE PER FOOT 

100 

3/4" 

’K* Soft 60* Coils Fed. Spec. WW-T-799 

$ 

2.10 

50 

3/4" 

»K» Soft 100’ Colls Fed Spec. WW-T-799 

$ 

2.OS 

10 

1" 

»K T Soft 60* Coils Fed. Spec. WW-T-799 

$ 

2.73 

500’ 

U” 

2" 

'K ? Soft 20* Lengths Fed. Spec. WW-T-799 

s 


500 T 

'K' Soft 20’ Lengths Fed. Spec. WW-T-799 

$ 6 <21_ 




COMPANY 

. Clow Corporation 



SIGNATURE: s 




TERMS: 

(/ Net 30 days 



F.O.B.: 

Fa otory 

- with freight allowed to Ft. Wavne. 



DATE: 

Oct. 20, 

. 1977 



FIRM PR IGF FOR ORDER DURATION: Tp.s 























rc«M op:a 5-** 


CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

Q—-- u to tb. oeodAtioao on tb. t vn r m iutnal. «. rwrw rt M oa tb. foCowiu* Uot ot 

aaiwiafc, nopUa - 1 -» : -» or mh<m, feat tb. tUiarawat U with doilwr to 

u them W . Qaota&wt. «b»H totfgl. *11 eWt-w tor doil-wr. pMlda*. W4 . Afiotrw. roar rroly *. 


•X»it >11 rovUo. 




A. C. Lord 423-7057 DEPARTMENT OF PURCHASES 

Room ‘470, .Number One Main St., Ft. Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Department 

or T W«irm Water ,MaTntenance & Ser vice Dept. 


445 East Wallace Street 
Fort Wayne., 'Indiana—468.Q3- 



KETOBN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
'§S*5 p m, Friday. October 21, 1977 at 10:50 A.M. -- 


TAXES t T2CB C3TT 13 THOM 7ZD JIHAD 2LXC32 lnolat* a ai 

N TOBX 3 13 N-J. UW4, P2ICX3 SHOULD NOT ISCLCTS T3SSS TAX23. S«# 

TAX EXEMPT (Unless otherwise indicated) 


sudmr a*, i 


COPPER PIPE - 1378 Requirements for 
January t, 1978 thru December 31, 1978 

See attached Sheefs 

The enclosed bidders sheet must be properly completed and 
returned as your Bid, along with the enclosed Non-Collusion 
Affidavit. , I 

We require a guaranteed firm price for ail shipments made*to 
us during the period stated above. 

The award of this bid will be made on the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Departmental 
Purchase Orders, In quantities as required. 

All materials shall conform with the City of Fort Wayne "Water 

Maintenance & Water Service Materials Standards" revised 

as of August .6, 1974 and any supplements or modifications theret 


i r^rairwd 


. Perforate* Bond >0 


<s. cash disco ant if paid yjthhfc -days from delivery and acceptance of goods or completion of service. 


PROPOSAL OR BID 


<1 K th!» hM b. 

■ «. with r 


»* tb. 


Delivery of any or all of the items or completion of services indicated 3hall be made with* da ys from rocelpt of order' 
IMPORT ANT 3SP* ff aw M a f* «tor la tb. at ha ordw, h U txyar*M»% tb»* Mm 

r 


. y,ci/%ZT.„ 


ASfrrr - 


L 


j ^ V^^^si/ysccL ^ /g :; , 











































COPPER' WATER PIPE 
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January 1, 1978 thru Decem&er 31, 1978 


Est. 

Otv. 

SIZE 

DESCRIPTION 



PRICE PER FOOT 

100 

3/4" 

'K 1 

Soft 

60 f 

Colls Fed. Spec. 

WW-T-799 

$ 

,6i3£" 

50 

3/4!’ 

» K . 

Soft 

100 

1 CoiIs Fed Spec. 

WW-T-799 

> $ 


10 

1" 

' K’ 

Soft 

60* 

Coils Fed. Spec. 

WW-T-799 

$ 

-$370 * 

500* 

u» 

' K’ 

Soft 

20’ 

Lengths Fed. Spec. 

WW-T-799 

$ 

/- •#<&>' 

500 ? 

2" 

•K* 

Soft 

20’ 

Lengths Fed. Spec. 

WW-T-799 

$ 

ei.M}€>' 


COMPANY: f/i 




SIGNATURE: 


TERMS 




F.O.B.: (?<b &/= /zP't T'l&fct'Ji- --2*1 

~Qs3El 7L TIlZ- 


FIRM PRICE FOR ORDER DURATION: 




<P 


/^hQ^rC^T’foAJ 



















CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

m, k)>M to th* ooadltSm. eo t2to rrronm Wwl, « Iwpi«to4 an th. foUowte* ll*i ot 
tazvUm, «ggjgni i«l or t tar tb. & 


a »m toigy. Quotation. ahjdl tnclod. *11 cSajtw tar d*U-r*r?, - 


Jdnt. »*-» . iiadr« toot rrply a 


•Nnil ail.no&M aad 


A. C. Lord 423-7037 
Room 470, Number One Main St. 


REQUIRED FOR DELIVERY TO: 

Department 


DEPARTMENT OF PURCHASES 
Ft. Wayne, Ind. 46802 


Water Maintenance & Service Dept-. 


445 East Wallace Street 
Fort Wavne. Indiana 46.805.. 


.1 


Page__ 

Ref. No. . 

Date Sept. 9, 1977 


450 


Date wanted . 


Fond 

Appropriation No. 


RETURN ORIGINAL TO THE CITY—RETAIN DUPLICATE COPY FOR YOUR FILE 
gS^of Friday, October 21, 1977 at 10:30 A.M. ' " _;_ 


r rsou txozrxi. uxass and indlan - statu salts tax. t 


CE3CTICAX3 NlritHia 13 NO. WM. PSICX3 SHOULD NOT XNCLUDX TTr.ia T AXX 3. Sm “laat ratio** to Hie 

TAX EXEMPT (Unless otherwise indicated) 


COPPER PIPE - 1278 Requirements for 
January 1, 1978 thru December 31, 1978 

See attached Sheets 


The enclosed bidders sheet must be properly completed and 
returned as your bid, along with the enclosed Non-Collusion- 
Affidavit. ; 

We require a guaranteed firm price for ail shipments made*to 
us during the period stated above. * 

The award of this bid will be made On the basis of the best 
overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Departmental 
Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort Wayne "Water 

Maintenance & V/ater Service Materials Standards" revised 

as of August 6, 1974 and any supplements or modifications theret). 


- Performance Bond 


Bid Bond retroirsd GJ □ _—— 

£»« bd te wtiog Tfcw 19 oq rmm *id» Jwmt 

Teip u a. c t . -% cash discount if paid within,,. /P,. ..da7a from delivery- and acceptance of goods or completior of services. 

' PROPOSAL OR BID 


Delivery of any or all of the items or completion of services indicated shall be made within—days from receipt of ordar“^5 
IMPORTANT l~£f* £*_ d *^' r ir T ** ***** h u b»p» 


r 


L 


/—<P£d f~7~. 


A» --.-- 

* ‘ A lato» -> »rt<a» ttori. 

Umt 


n 


j 


- C£> 

3 ^ //97 


: uhh 




l /&2o / 


o A?.S?-?7 











































► t 
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COPPER WATER PIPE 
January 1, 1978 thru December 31, 1978 


Est. 

Otv. 

SIZE 

DESCRIPTION 

PRICE PER FOOT 

100 

3/4" 

'K' Soft 60* Coils Fed. Spec. WW-T-799 

$ 

'79 y 

50 

3/4!' 

»K' Soft 100’ Coils Fed Spec. WW-T-799 

$ 

‘ 79V 

10 

1" 

'K* Soft 60* Coils Fed. Spec. V/W-T-799 

$ 

/,0J 9 

500' 

H" 

'K' Soft 20' Lengths Fed. Spec.'WW-T-799 

$ 

A 7?f 

500' 

2" 

»K» Soft 20' Lengths Fed. Spec. WW-T-799 

$ 

„rL'.if*/ 


COMPANY:_ 

SIGNATURE:^ 

TERMS_ 

F.O.B.:_ 

DATE:_ 


T 


JSc**/*£,r C2:> 1 -IsJc,. 


£-r, 


j& -/9-V7 


FIRM PRICE FOR ORDER DURATION: 






















flirt Reference No. 450 

■ 

Date October 21, 1977 . 

Copper Pipe & Tubing 

Vendors Name & Address 

Cards Mailed 

t 

Bids Picked Up j 

Bids Mailed 

National Mill Supply Co. 

5501 Distribution Drive 

Sept. 28, 1977 



Wayne Pipe & Supply Co. 

1815 S. Anthony Blvd. 

Sept. 28, 1977 



Treaty Company 

4020 Wei Is Street 

Sept. 28, 1977 

/“/<*/7 7 


Tri State Plumbing 

1120 Taylor Street 

Sept. 28, 1977 



Pipe & Supply Co 

1050 Watt Street 

Jeffersonville, Indiana 



Sept._ 28, 1977 

LeRan Copper & Brass Co. 

P.0. BOX 40 

Coldwater, Michigan 



Sept. 28, 1977 

Federal Copper & Brass Co. 

715 Florida Drive South 
Minneapolis, Minn. 


j 

i - 

Sept. 28, 1977 

Michigan Hydrant & Valve 

12606 Inkster Road 

Detroit, Mich. 


1 

Sept. 28, 1977 

Reading Brass Company 

P.O. BOX 279 

Hillsdale, Michigan 

! 

1 

| 

1 

Sept. 28, 1977 

V/ater Works Supplies 
' P.O. BOX 29100 

Cumberland, Indina 

! 


Sept. 28, 1977 

] - 

Clow Corporation ’ ! 

South Bend, Mich 1 ■ 

•Sept. 28, 1977 

t 











































reference No. 450 

Oate October 21, 1977 

Copper Pipe & Tubing 

Vendors Name & Address 

Cards Ma i 1 ed 

i 

Bids Picked Up j 

Bids Mailed 

Cooper Distributing 

3205 N. Wells Street 

Sept. 28, 1977 



-*“/>/-V e " 

y c / j£. lA' 3 II & c -e. 

/TT 


7/3o/?7 


: J wej f trtih fy s “P/>ly 

f.O. 0> C Y 7 ’* ,s ^ 3 

C u Lew / , X* d. y*7>? 











j 

• 

















| _ 

3L_ ■ 


f 













































TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES BLANKET PURCHASE ORDF.R NO. RQISR 
WAYNE PIPE & SUPPLY 


TMENT REQUESTING ORDINANCE _ 


BOAFD OF PUBLIC WORKS 


- 7 7-//-, 


SYNOPSIS OF ORDINANCE CITY UTILITIES BLANKET PURCHASE ORDER NO . B 9358 - WAYNE PIPE & 

SUPPLY, FOR VARIOUS LENGTHS OF COPPER PIPE FOR THE WATER MAINTENANCE AND SERVICE DEPT. 


(SEE MEMORANDUM ATTACHED) 


EFFECT OF PASSAGE CONTINUATION OF WATER MAINTENANCE OPERATIONS 


EFFECT OF NON-PASSAGE INTERRUPTION OF WATER MAINTENANCE REPAIR WORK 


HONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) APPROXIMATELY $9.976.00 FROM ITTTT.TTTF.S 


ASSIGNED TO COMMITTEE 































